the circumstances, I believe that the foreman was taking
reasonable steps to correct the problem and that the violation
did not result from any negligence on the part of the respondent.

With regard to Citation No, 2102609, I conclude and
find that the violation resulted from the respondent's
lack of reasonable care to in'sure that the miner who was
under unsupported roof was aware of that fact, and was aware
of the provisions of the roof control plan,  While I have
commented that the roof control plan is rather confusing,
it is the respondent's responsibility to insure that miners
-are aware of the plan provisions, particularly that portion
which prohibits anyone from walking out under unsupported
roof.  I find that the violation resulted from ordinary
negligence.

With regard to Citation No. 2102611 concerning the
energized light power wires which the inspector found were
not properly hung, the respondent should have been aware
of the cited standard prohibiting the wires from coming into
contact with combustibles.  I find that the violation resulted
from the respondent's failure to exercise reasonable care,
and that this constitues ordinary negligence.

I conclude and find that all of the violations which
have been affirmed in this docket were serious.  In each
instance, except possibly for the two permissibility cita-
tions (2102608 and 2102618) , where the inspector found that
the lighting circuits on the cited machines were "intrinsicly
safe," the inspector found a hazard associated with each of
the cited conditions (Tr. 38-41; 120).  While it may be true
that the permissibility standards in question are specifically
intended to guard against loss of illumination,as I observed
during the hearing, the missing bolt brackets in question
could have caused the light fixtures'to fall on the operators
of the equipment in question while it was tramming, and in
this event they would probably sustain injuries (Tr, 286-309) .
Under these circumstances, I conclude that these two cita-
tions were also serious.

PENN 83-128
Negligence

I find that Citation No. 2103081 resulted from the
respondent's failure to take reasonable care to insure that
the opening in the batte'ry powered scoop was discovered and
corrected. Accordingly, I conclude that this permissibility
violation resulted from ordinary negligence by the respondent.

1697and find that
